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IX. Short and eafy Methods for finding 
(i.) I'he ^luantity of 'Time contained iit any 
given^ Number of Mean Lunations ; ( 2.) 
The Number of Mean Lunations contained in 
any given ^^antity of Time \ (3 .) The 
Number of Troy Pounds contained in any 
given Number of Avoir dupoife Pounds^ and 
vice verfa ; (4.) The ^antity and Weight 
of Water contained in a full Pipe of any 
given Height^ and Diameter of Bore ; and 
confequently ^ to find what Degree of Power 
would be required to work a common Pump ^ 
or any other Hydraulic Engine^ when the 
Diameter of the Pump-^bore^ and the Height 
to which the Water is to be raifed therein y 
are give?u Communicated by Mr. James 
Fergufon, -F. R.S. 

Read Feb. 7, r^ O M E time ago, juft as I was finifli- 
^^ ^' ^ '\r\%2i table for (hewing the quantity 
of time contained in any given number of mean lu- 
nations within the compafs of 6000 Julian years^ in- 
tending thereby to examine how near our prefent 
aftronomical tables would {hew the times of fome 
antient eclipfes which we have on record, when the 
proper equations of the folar and lunar motions were 
I taken 
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taken into the account j I was vifited by my friend 
William Rivet, Efq; of the Inner Temple, who 
faid he wiflied he had come fooner, becaufe he could 
have put me upon a much fliorter method of com- 
putation. I defired him to fhew me his method, 
which he did moft readily and chearfuUy. ^* It was 
'^ only to reduce the odd hours, minutes, feconds, 
*« and thirds, &c. above the integral days of a luna- 
" tion, into the decimal parts of a day; which num- 
" be of days and decimal parts^ being nine times 
*^ added together, will be equal to the time contained 
*« in nine mean lunations. And from thefe, the 
«^ time contained in any other affigned number may 
«« be found, as follows. 



A Table fliewiug the quantity of time 
contained in any given number of 
mean lunations. The mean luna- 
tion being 29 days 12^ 44' 3" a"' 
58'^''; Of 29,53059085108 days . 

Lun. jDays. Decimals of a Day. 
I 



3 
4 



29-53059085108 

59.061 18 J70216 

88.59177255324 

118.12236340432 

5*147.65295425540 

6 1^7.18354510648 

206.71413595756 

236.24472680864 

2657753^765972 



7 
8 



Explanation. 

For tens of lunations, remove 
the decimal point one place 
forward ; for hundreds of lu- 
nations, two places i for thou- 
fands, three places ; and fo on, 
as in the annexed example 5 
and then the remaining deci- 
mals may be reduced into 
hours, minutes, feconds, &c. 
by the common method of re- 
ducing decimals to the known 
parts of an integer. 






l\X AMPLE. 
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Example. 

In 74212 mean lunations. Qn. How many days. 

hours, minutes, and feconds? 



Lun. 
70000 

4000 

200 

10 

2 

74212 



Days Decim. of a Day. 

2067141.3595756 
1 18 122.36340432 
5906.1 18170216 
295.3059085108 
59.06118170216 

/ . 1 2191524.20824034896 

Anf. 2191524 days and .20824034896 
decimal parts of a day. 

And by rcduaion, 2 191 524 days contain 6000 
Julian years, 24 days, and .20824034896 decimal 
parts of a day, contain 4 hours, 59 minutes, 51 
feconds, ^y _|4|. thirds. But in pradice, it is fuf- 
ficient to take in four or five of the decimal figures. 

Having got this hint from Mr. Rivet, I reverfed 
it into a way of finding the number of mean luna- 
tions contained in any given quantity of time ; for 
which purpofe I calculated the following table, upon 
the above length of a mean lunation ; which comes 
the neareft to the truth of any length I have yet 
found, when carried back from the prefent times 
to the recorded times of antient eclipfes, if the proper 
equations depending upon the anomalies of the fun 

and moon are applyedto the mean times of new and 
full moons, 

A Table 
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A Table ihewing the number of mean Innations 
contained in any given quantity of time. 



Y. 

z 
3 

5 
6 

8 



D. 

X 

3 

5 
6 

7 
8 



Lun, 



Deciaials of a 

Lunation. 



11.36853003863 
24.7370600772! 

37.10559011589 
49.4741201545I 
61.842650T9314 
74.21 1 18023 176 
86.57971027039 
98.94824030902 
1 1 1.3 1 677034765 



I 

2 

3 
4 
5 

9 

7 
8 

9 



Lj* 



Decimals of a 
Lunation, 



0.00141096624 I 

0»00282 193248 2 

0.00423289872 3 

0.00564386496 4 

0.00705483120 5 

0,00846579744 6 

0.00987676368 7 

0.01128772992 8 

0.01269869616 9 



L. 



Decimals of » 

Lunaticn. 



i.oooocot9T93 
2.C0000078387 
3.00000117:^80 
4.000001567^4 
5.oooooi9{.967 
6.00000235161 
7,000002743 54 
1,00000313548 
g.00000352741 



<«« 



' , Decimals of a 



L. 



Lunation. 



0.0338631897600 
0.0677263795200 
0,1015895692800 

o» 1 354527 5904°^ 
0.1693 159488000 

0.2031791385600 

0.2370423283200 

0.2709055180800 

0,3047687078400 



M. 

I 

2 

3 

4 

5 
6 

7 
8 






Decimals of a 
Lunation. 



0.00002351610 
0.00004703221 
0.00097054831 
0.00009406442 
0.00011758052 
0.0001410966s 
0.000 I 646 127 3 
0.00018812SS3 
0.00021164494 



Th. 

I 

2 

3 

4 

5 
6 

7 
8 

9 



L. 



Decimals of a 
Lunation, 



o.oaoooooo653 
0.00C00001306 
0.00000001959 
0,00000002613 
0.00000003260 
0.00000003919 
0.00000004573 
0,00000005226 
0.00000005879 



Explanation. 

For tens of years, days, hours, minutes, or feconds, 
remove the decimal point one place forward ; for 
hundreds, two places ^ for thoufands, three places 5 
and fo on, as in the annexed example, which is the 
converfe of the former one. 



ExAMPLi. 
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Example. 

In 6000 Julian years, 24 days, 4 hours, 59 mi 
nutcs, 52 feconds, %• How many mean luna- 
tioiis? 

Lun. Dec. of a L, 
74ZI1.18023176 
0.677263795 
-0.135452759 
0,005643865 
o. 001 175805 
0.00021 1645 
0.000019596 
0.000000784 




Seconds 



Anfwer J742 1 2.000000009 



This ftiort method may be ufeful in many other 
cafes 5 but, as yet, I have only applied it to two. 
The firft of which is, to find the number of troy 
pounds contained in any given number of avoirdupoife 
pounds, and the reverfe. The fecond is to find the 
quantity and weight of water that would fill an up- 
right pipe of any given diameter and height : and 
confequently, to know what power would be required 
to work a common pump, or any other hydraulic 
engine, when the diameter of the bore of the pump, 
and the height to which the water is to be raired, 
ate given ; proper allowance being made for fridion. 
Thefc two cafes are as follows. 



Vol. LV. 



K 



Troy 
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^roy weight compared with avoirdupoife weight. 

One troy pound contains 5760 grains ; and 
One avoirdupoife pound contains 7000 grains. 

Therefore, 
^75 ^^^y pounds are equal to 144 avoird. pounds 3 and 
^7S '^^y ounces are equal to 192 avoird. ounces. 

On thefe principles, the two following Tables are 

conftruded. 



I. A Table fhewing the 
number of avoirdup. pounds 
contained in any given num- 
ber of troy pounds. 



Troy 

Pounds 



I 

2 

3 

4 

5 

6 

7 
8 



Avoirdupoife pounds and de- 
cimals of a pound. 



0^822857142857143 

1,645714285714286 

2.46857 14285 7 1 429 

3.29142857 1428572 

4.114285714285715 

4.937142857142857 

5.760000000000000 

6.582857142857143 
7.4057142857142S6 



2. A Table fhewing the 
number of troy pounds con- 
tained in any given number 
of avoirdupoife pounds. 



Avoir. 
Pounds 



I 

2 

3 

4 

5 
6 

7 
8 



Troy pounds and decimals of a 
pound. 



9 I 



1.21527777777777B 

2'430555555555556 

3-^45833333333333 
4.86iiiiiiiiiiiii 

6.076388888888889 

7.291666666666667 

8.506944444444444 

9.722222222222222 

10.937500CCC0000CO 



Explanation. 

For tens of pounds, remove the decimal point one 
place forward ; for hundreds of pounds, two places ; 
for thoufands, three places 5 and fo on, as in the 
following examples. 



Example 
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Example i. 



In 175 troy pounds, %• How many tvoirdupoife 

pounds? 



Troy 

100 

70 

5 
^7$ 



pounds I 
Avoirdupoife 

82.2857142857143 

57*6000000000000 
4.114285714^857 

mmmmmmmmmmmmmmmmmmmmmmmmmitmmmmmmmm 
I 44.00000000000a 



Anfwer, 144* 

la 144 avoirdupoife pounds, %. How many troy 

pounds ? 



Av. 
100 
40 



144 



Troy 

121.5277777777778 

48.611 iiiiimii 
4.8611111111111 



mm 



1 75,ooooooooooood 



Anfwer, 175. 

When any fignificant decimal figures remain in 
the fum, after integral pounds, they are eafily re- 
duced into the known parts of a pound: feeing 
that, in troy weight, 24 grains make one penny- 
weight, 20 penny-weights make an ounce, and 12 

K 2 ounces 
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ounces make a pound. And, in avoirdupoiie weighty 
1 6 drams make an ounce, and i6 ounces make a 
pound. 

A Table by which the quantity and weight of water 
in a cylindrical pipe of any given diameter and 
perpendicular height may be found. . 

Diameter of the cylindrical bore one inch. 



Feet 
high. 



I 

2 

3 

4 

5 
6 

I 



Quan, of water 
in cubic inches. 



9.4247781 
18.8495562 
^8.2743343 
37.6991124 
47.1238905 
56.5486686 

65-9734467 
.75.3982248 

84.8230029 



Weight in troy 
ounces. 



4.9712340 
9.9424680 
14.9137020 
19.8849360 
24.8561700 
29.8274040 
34.7986380 
39.7698720 
44.7411060 



In avoirdupoife 
ounces. 

5-4541539 
10.9013078 

16.3624617 

21. 8166156' 

27.2707695, 
32.7249234 

38.179.0773 
4363323^12 
49.0873851 



Ej^PLANATIONr 

For tens of feet high, remove the decimal point 
one place forward ; for hundreds of feet, two places,, 
for thoufands of feet, three places, and fo on : and 
you will have the quantity and weight of water in 
the cylindrical pipe, fuppofing its diameter to be 
one inch. 

The contents of cylinders of equal heights are to 
one another as the fquares of their diameters. There- 
fore, having found the quantity and weight of wa- 
ter in a cylinder of one inch bore, you may find the 
fame for any other larger bore, by multiplying the 
above-found quantities by the fquare of the diameter 

of 
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of the given bore, taken in inches* Thus, fuppo&! 
the given bore was lo inches in diameter (the fquare 
of which is loo) and the height of water in the pipe 
of ID inches bore was 85 feet, %• The quantity 
gnd weight of the water ? 



F.higb. 



Cubic inches. I Troy ounces. 



80 753,982248 

5 I 47123890 



85 

Mult, by 



I M il I ! ■! Il t w 



8OI.IO6I38 

100 



Anfw. I 801 10.613800 



397.698720 
24.856170 

■ ■I , f »i . i I— li— » 

422.554890 

100 

42255.489000 



Avoird. ounces, 

II I I ■ ■■ II ■ " im 

43^-33^3 '2 
27.270769 



493.603081 



100 



46360.308100 



Which number (801 10.6) of cubic inches being 
divided by 231, gives 346.8 for the number of wine 
gallons ; and the refpedlive weights (42255489 troy 
ounces, and 46360,308 avoirdupoife ounces) being 
divided, the firit by 12, and the laft by 16, give 
3521,29 for the number of troy pounds, and 2897.513 
for the number of avoirdupoife pounds. And io 
much would be required to balance this quantity of 
water in a. pump, or any other hydraulic engine, 
and as much more to raife it as would be fufficient 
to overcome the fridion of the engine. 

The reafon for removing the decimal pomts one 
place forward for tens, two places for hundreds, &c.. 
is evident: for, when any number confifts of integer 
and decimal figures, the fetting of the decimal point 
one place forward is the fame thing as multiplying 
the number by 10 1 two places forward, the fame 
as multiplying the number by 100 y and fo on: as 
the tabiti themfelves are calculated only from 

I to 9. 
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1 to 9. But 1 multiplied by 10 produces 10, and 
9 multiplied by 10 produces 90. And fo on for all 
the intermediate units. 



X. ^ Recommendation of Hadley's Quadrant 
for furveyingy efpecially the furveying of 
Harbours y together with a particular Ap^ 
plication of it in fome Cafes of Pilotage. 
By the Rev. JohnMichell> B. D. F. R. S. 

Read Feb. 14 J ■' 1H E ufe of Hadley*s quadrant, as 

^^ ^' Jg^ an inftrument to take altitudes at 
fea, is already fo well eftablifhed, that it wants no 
farther recommendation ; but there are feveral other 
purpofes, to which it may be applied, with great 
advantage, which, though obvious enough, feem 
yet to be hardly fufRciently attended to. There is 
no inftrument fo well adapted to many kinds of fur- 
veying, either for exadnefs or conveniency, and par- 
ticularly the lafts but the furveying of harbours, or 
fuch fands, as lie within fight of land, may often- 
times be performed by it, not only with vaftly more 
eafe, but alfo with a much greater degree of preci- 
fion, than can be hoped for by any other means, as 
it is the only inftrument in ufe, in which neither the 
exadnefs of the obfervations, nor the eafe with 
which they may be taken, are fenfibly afFedled by the 
motion of a velTel : and hence a iingle obferver, in a 
boat, may generally determine thefituation of anyplace 

he 



